19980324.ba v01_n984.bam.980324 


>From ???@??? Wed Mar 25 04:14:09 1998 

Message-Id: <199803250408.WAAQ6557@sco.theporch. com> 
Date: Tue, 24 Mar 1998 22:08:57 CST 

Subject: BOATANCHORS digest 1984 


BOATANCHORS Digest 1984 
Topics covered in this issue include: 


1) TR-7 manual? 
by polepeeg@aa4rm.ba-watch.org (BA Marina Electrician) 
2) Re: Junking JT-350 
by polepeeg@aa4rm.ba-watch.org (BA Marina Electrician) 
3) 5 foot mystery TX 
by Don Reaves <dr@cei.net> 
4) Re: Junking JT-350 
by Ho4bart <Ho4bart@aol.com> 
5) Re: Problem with R-390A?... 
by "Steve" <scb@mail.internettport.net> 
6) Re: SGC 
by w7ni@teleport.com (Stan Griffiths) 
7) weston analyzer question 
by Ethan <ethan@olywa.net> 
8) BA POWER CORD FOUND 
by "ROBERT W DOWNS, WA5CAB" <RWDowns_WA5CAB@compuserve.com> 
9) OLD-TIME S-T-S, Broadcast 
by arc5@ix.netcom.com 
10) Re WW2 Japan radar 
by philip mccoy <dgnova@erols.com> 
11) Thank's for R-390A Help... 
by Jack Harper <jharper@bs2000.com> 
12) Re: radios in Sherman tanks 
by Andre Guibert <aguibert@sympatico.ca> 
13) Need help with some European tube types... 
by "Scott Alfter" <salfter@ibm.net> 
14) Re: Need help with some European tube types... 
by dma@islandnet.com 
15) Re: article on WW2 Japan radar 
by William Donzelli <william@ans.net> 
16) FS-GRC-109 station and R-109 revrs 
by "Jean Paul Taillebois" <jpt1@idirect.com> 
17) Fw: Info on DA-43/U dummy/wattmeter 
by "Jean Paul Taillebois" <jpt1@idirect.com> 
18) G-66B Schematic Needed 
by "larry" <rau@wco.com> 
19) Re: BA Treasure Trove / Advice Wanted 


by "Walter L. Marshall" <wmarshal@CapAccess.org> 
20) Re: Best Hammarlund/R-390 audio 
by "Walter L. Marshall" <wmarshal@CapAccess.org> 
21) Regen problems... 
by w5sum@ms1.nwla.com 
22) 3CX3000A7 
by Brian.Harris@sv.sc.philips.com (Brian Harris) 
23) RE: regen rx problems 
by Jim Hill <jshillw6ivw@earthlink.net> 
24) GRC-106 manual wanted 
by gcr2@po.CWRU.Edu (George C. Rybicki) 
25) Elmac PMR-8 Freq alignment 
by "David L. Thompson" <thompson@mindspring.com> 
26) Ailed A22515 rx 
by gds@digitalexp.com (Reynolds, Jim) 
27) WTB--ITT Mackay Marine 3010C 
by Bob Login <jlogin@gville.mindspring.com> 
28) Re: Kudos to the crewe 
by "larry" <rau@wco.com> 
29) ticking metal tubes 
by "larry" <rau@wco.com> 
30) FS/FT: Mil Connectors 
by dma@islandnet.com 
31) Re: OLD-TIME S-T-S, Broadcast 
by Ho4bart <Ho4bart@aol.com> 
32) Re: article on WW2 Japan radar 
by Ho4bart <Ho4bart@aol.com> 
33) Re: Need help with some European tube types... 
by "Arden Allen" <gumbear@pacbell.net> 
34) Re: article on WW2 Japan radar 
by William Donzelli <william@ans.net> 
35) WTB 
by Matt Parkinson <mattradi@earthlink.net> 
36) PL-172 based amps 
by Scott Townley <nx7u@primenet.com> 


Date: Mon, 23 Mar 1998 23:51:59 -0500 

From: polepeeg@aa4rm.ba-watch.org (BA Marina Electrician) 
To: boatanchors@theporch.com 

Subject: TR-7 manual? 

Message-ID: <199803240451.XAA06035@aa4rm.ba-watch.org> 


Does anyone have an “accidental extra?" I've a generous offer from a 
friend ('mnf) for a loan but I thot I'd give y'all a try for 1-each real 
thing. 


Thanks, 


Marty 


Date: Tue, 24 Mar 1998 00:16:16 -0500 

From: polepeeg@aa4rm.ba-watch.org (BA Marina Electrician) 
To: KenwK7RPX@postoffice.worldnet.att.net 

Cc: boatanchors@theporch.com 

Subject: Re: Junking JT-350 

Message-ID: <199803240516 . AAAQ6090@aa4rm.ba-watch.org> 


Ken do you know those Jefferson Davis thing's use? 


They're in TM-11-487 w/o a BC/SCR number... like the pioneer WECo pt- 
to-pt ssb sets D12344567 (???) 


Scuttlebut is they were employed in post-occupation towns to quickly 
establish a BC station. Tho why, you might ask, wud it require a Ix? 
To which I lend no answer. 


I once copied his manual Don Merz. Beeg job! 


This pal's unit, tho sub-std., is working & isn't really a resto 
candidate either. 


Same pal cud use the CK1006s tho if you're really scrapping yours. 
Tks, 


Marty 


Date: Tue, 24 Mar 1998 00:05:43 -0600 (CST) 

From: Don Reaves <dr@cei.net> 

To: "BoatAnchor's List" <boatanchors@sco.theporch.com> 

Subject: 5 foot mystery TX 

Message-ID: <Pine.LNX.3.91.980323235006.6454E-100000@kc5jh.reaves.net> 


What is a T-4/FRC transmitter, housed in a 5 foot cabinet, 810 output 
bottles, plug in HF band coils? I have a chance to buy this thing, 
although it seems to be missing two cabinet panels. Definitly looks WWII 
or earlier. 


Don Reaves WA5BBS 


46 Arbor Oaks Drive AMI 1027 CCA 378 
N. Little Rock AR 72120 ARRL Life Member 
dr@cei.net R-390 list manager 


Date: Tue, 24 Mar 1998 01:31:41 EST 

From: Ho4bart <Ho4bart@aol.com> 

To: boatanchors@theporch.com, WSNO19@aol.com 
Subject: Re: Junking JT-350 

Message-ID: <e8d964c4.3517534f@aol.com> 


In a message dated 98-03-24 00:18:28 EST, polepeeg@aa4rm.ba-watch.org writes: 


> Scuttlebut is they were employed in post-occupation towns to quickly 
> establish a BC station. Tho why, you might ask, wud it require a rx? 
> To which I lend no answer. 

> 

---scuttlebut maybe wrong here. 

i believe usage more likely small and temporary USAAF airfields. 

did allies expend that much effort to ensure every little burg had 

a 80 watt broadcast station? not likely. 

note, fold down front wooden transit case, photo of such usage in 

book ( sorry cannot recall TM # ) 

hue 


Date: Tue, 24 Mar 1998 00:45:11 +0000 

From: "Steve" <scb@mail.internettport.net> 

To: Jack Harper <jharper@bs2000.com> 

Cc: boatanchors@theporch.com 

Subject: Re: Problem with R-390A?... 

Message-ID: <199803240656.AAAQ2363@loki.internettport.net> 


The Power switch , which is that microswitch thingie adjascent to 
the function selector behind the panel tends to hang up on these 
things. Silicon rectifier mod can aggrevate it. A "switch saver" 
.O1uf/1kv (Appx) disc cap across it seems to prevent the problem, even 
after the contacts have repeatedly stuck and finally broken loose 
again before the cap is installed. This from my own experience with 
my 390A. 

Steve Bringhurst 


Date: Tue, 24 Mar 1998 01:30:45 -0800 (PST) 

From: w7ni@teleport.com (Stan Griffiths) 

To: h2rz@odin.cc.pdx.edu 

Cc: boatanchors@theporch.com 

Subject: Re: SGC 

Message-ID: <199803240930.BAA20802@mail1.teleport.com> 


>Kinda like to buy American, but could do with a little less arrogance. 
> 

>Later, 

> 

>=Randy= 


I used to call on SGC as a potential customer when I was selling spectrum 
analyzers for Tektronix in the mid 80s. They struck me as rather hostile 
then. Almost everyone welcomed the Tek Sales Engineer into their labs as he 
always came loaded with some new beautiful piece of test equipment and 
generally prepared to do a very professional demonstration of it. Well, I 
got in SGC a few times, but it certainly was not easy. Back then, they were 
only building stuff for the marine world and had not done anything for ham 
radio yet. I would class SGC as a "tough nut to crack" from the salesman's 
point of view, at least in 1985. 


Stan w7ni@teleport.com 


Date: Tue, 24 Mar 1998 03:04:28 -0800 
From: Ethan <ethan@olywa.net> 

To: BA list <boatanchors@theporch.com> 
Subject: weston analyzer question 
Message-ID: <3517933C .3032EA6E@olywa.net> 


Have a weston 774-5 analyzer, apparently the primary component of 
military test set I-56-L. Ca. 1943. In addition to VOM, capacitance, and 
tube tester functions, has leads and a bunch of adapters to allow 
analysis of radios and tubes while they are in service. I've yet to have 
the patience to read the manual and try the thing out- is this analyzer 
function of any practical use today. 


Ethan 


Date: Tue, 24 Mar 1998 06:48:45 -0500 

From: "ROBERT W DOWNS, WA5CAB" <RWDowns_WA5CAB@compuserve.com> 
To: BOATANCHORS <boatanchors@theporch.com> 

Subject: BA POWER CORD FOUND 

Message-ID: <199803240649_MC2-37CA-C210@compuserve. com> 


eae eine through a crate in my storage building, I found a power cord 
that may go to some civilian BA. About 10 feet long, one end is terminat= 
= a 4-pin female Jones connector, a 404S I believe. The other end has o= 
ve the 2-pin Elmenco fused AC plugs. Anyone recognize it? Need it? I kn= 
Eaigon will want the AC plug, but would prefer to put the cord back wher= 
re belongs. 


Robert W. Downs 
RWDowns_WA5CAB@compuserve.com 


Date: Tue, 24 Mar 1998 05:57:42 -@600 (CST) 
From: arc5@ix.netcom.com 

To: boatanchors@sco.theporch.com 

Subject: OLD-TIME S-T-S, Broadcast 
Message-ID: <19983245573436334@> 


Does anyone here have a typical day's logging of operations 

for both ship-to-shore and commercial broadcast stations 

during any period from 1920 to 1950? 

I mean I need a list of what operations/music/programs/messages/ 
commericals/etc. were typically sent in a 24-hour period. 


Many Thanks, 
Dave Stinson AB5S 
arc5@ix.netcom.com 


Date: Tue, 24 Mar 98 06:59:19 -0800 

From: philip mccoy <dgnova@erols.com> 

To: boatanchors@sco.theporch.com 

Subject: Re WW2 Japan radar 

Message-ID: <199803241209.HAA26590@smtp3.erols.com> 


I have one of the Japanese WW2 radars. The receiver anyway. 

I tunes from about 140mcs to about 150mcs. It uses acorn tubes 
in the front end. Works quite well. It can cover the whole 

2 meter band at one time. Broad like radar receives are 
supposed to be. 


Philip McCoy dgnova@erols.com 


Date: Tue, 24 Mar 1998 08:44:00 -0700 

From: Jack Harper <jharper@bs2000.com> 

To: Old Tube Radios <boatanchors@theporch.com> 

Subject: Thank's for R-390A Help... 

Message-ID: <3.0.1.32.19980324084400.00c2f13c@teal.csn.net> 


My sincere appreciation to the people that sent much needed advice and 
counsel to me regarding the stuck power microswitch in my R-390A. 


I am new to the R-390A world and need all the help that I can get :) 
What a Great List. 
Regards 


Jack, WOYJ (Friend to all things Hammarlund) 


Jack Harper Bank Systems 2000, Inc. 
303-277-1892 Golden, Colorado USA 


"21st Century Financial Applications" 
Optical Cards for Bank, EBT, and Medical Applications 
Visit our Web Page: http://www.bs2000.com/talos (Last Update: 970902) 


Date: Tue, 24 Mar 1998 10:48:03 -0500 (EST) 

From: Andre Guibert <aguibert@sympatico.ca> 

To: boatanchors@theporch.com 

Subject: Re: radios in Sherman tanks 

Message-ID: <199803241548 .KAAQ2179@smtp11.bellglobal.com> 


Bonjour Dan et les autres(And the Gang) 

I gave the Canadian (Chrysler built)Sherman radio inst. 
as the correspondant was Canadian and I collect Canadian 
Armed Forces WW2 radios. (125) 

The only peek that I ever had of your radios was ina 

War Movie with Tely Salavas(Spelling???) in a Sherman 
with a sliced away turret showing the intact rear with 
the radio installation. 

Anybody gone thru Movie Sets Accessories lots and stories 
to tell regarding Boatanchors? 


Date: Tue, 24 Mar 1998 16:47:24 +0100 

From: "Scott Alfter" <salfter@ibm.net> 

To: <boatanchors@theporch. com> 

Subject: Need help with some European tube types... 
Message-ID: <199803241557.PAA163450@out4.ibm.net> 


My father, who's in the Air Force and is stationed in Germany, snagged me a 
Grundig 3059 (a big German table radio that tunes various parts of the LW, 
AM broadcast, SW, and FM broadcast bands) at a fleamarket. (Yes, it's not 
strictly a commo radio, but with its seven tubes (including a fluorescent 
tuning indicator) and transformer-type power supply, it's more of a BA than 
any of my other radios--even more so than my S-120.) 


It's in mostly working condition, and the details of getting it to 100% are 
probably more appropriately dealt with elsewhere (such as 
rec.antiques.radiotphono), but with the large number of European subscribers 
to this list, I thought a few questions about some of the tubes this radio 
uses would be appropriate. 


Specifically, I'm wondering what the nearest equivalents to American tube 
types are for what's used in this radio. It uses the following: 


EL95 (two of these) 

ECC83 

EBF89 

ECH81 

ECC85 

EM84 (this is the indicator tube...instead of a circle that opens and 
closes, this displays two bars along the side of the tube that grow toward 
each other as signal strength increases...different from the other indicator 
tubes I've heard about) 


I haven't had time to do much to the radio other than look inside (I just 
arrived in Germany on a visit eight hours ago :-) ), but knowing what the 
tubes are would help to "dope out" the innards when the time comes to get it 
working at its peak again. 


Scott Alfter (salfter@ibm. net) 


Date: Tue, 24 Mar 1998 09:41:29 -0800 

From: dma@islandnet.com 

To: salfter@ibm.net 

Cc: Old Tube Radios <boatanchors@theporch.com> 

Subject: Re: Need help with some European tube types... 
Message-ID: <mOyHXhx-000Kv8C@mail.islandnet.com> 


Hi Scott ... 


According to my GE Manual: 


EL95 = 6DL5 
ECC83 = 6DS8 
EBF89 = 6DC8 
ECH81 = 6AJ8 
ECC85 = 6AQ8 
EM84 = 6FG6 


A quick look at AES's catalog shows these as available. 
Cheers 

Jan Skirrow, VE7DIX 

Duncan, BC, Canada 

http: //www.islandnet.com/~dma/Boatanchors/ 


Date: Tue, 24 Mar 1998 14:19:08 -0500 (EST) 

From: William Donzelli <william@ans.net> 

To: Old Tube Radios <boatanchors@theporch.com> 

Subject: Re: article on WW2 Japan radar 

Message-ID: <Pine.GS0O.3.96.980324140103 .20639J-100000@titan.purch.ans.net> 


> 1 found in this a data list apparently extracted from original ONI or 
> EEIS sources and replete with errors typical for reports from those 
> agencies. 


Where does he reference these sources? I could not find them. 


> all in all the specs for the radars 
> are underimpressive to say the least. 


I think his statement "Japanese radar of 1945 was roughly equivalent to 
that employed by the US in 1942 and 1943, while at that point 

the Americans and British had advanced fire control radars in common 
service with both anti-ship and anti-air capability.". In 1942 and 43, 
U.S. radars were junk, but at least employed servo controlled single 
antennae with duplexors (at least in the U.S.Navy). 


One thing I found bothersome about the article is that little to none was 
said about the indicators and interfaces available on the Japanese radars. 
The larger U.S. set (once again, leaning towards the Navy) were quite 
good, with decent scopes and somewhat standard interfaces to PPI 
repeaters, IFF boxes, and fire control computers. 


By far, the best radars the Japanese had were the few Wurzburgs they 
received from Germany. 


William Donzelli 
william@ans.net 


Date: Tue, 24 Mar 1998 15:23:25 -0500 

From: "Jean Paul Taillebois" <jpti@idirect.com> 

To: "bOATANCHOR" <boatanchors@theporch.com> 

Subject: FS-GRC-109 station and R-109 rcvrs 
Message-ID: <199803242018.PAA23884@nexus.idirect.com> 


Hello 

I have the complete station GRC-109 including revr/tmtr/ and the small p/s 
2685 

units work well, the outside casing would need a new paint. No manuals. 
Best offer takes it plus shipping which is roughfly $25.00 from my home. 


I also have 2 r-109 rcvrs with one original manual they look complete, one 
has a ac/ps 

but i have not tried it. Outside is 8to 9 on one and 6to7 on the other. 
Best offer takes both probably $30.00for shipping. 


let me know 

73 

Jean Paul Taillebois ve3jpt 

996 Greenlane Court,Oshawa, Ontario, Canada 
L1K-2C6 905 723 1811 

905 723 1811 e.mail jpti@idirect.com 


Date: Tue, 24 Mar 1998 15:25:33 -0500 

From: "Jean Paul Taillebois" <jpti@idirect.com> 

To: "bOATANCHOR" <boatanchors@theporch.com> 

Subject: Fw: Info on DA-43/U dummy/wattmeter 
Message-ID: <199803242020.PAA24442@nexus.idirect.com> 


> Hi, 

> At the Brampton hamfest on Saturday, i picked up a mint DA-43/U Dummy 
load 

> Wattmeter complete with Manual. 

It is definately an interesting piece with wit variable load resistance 
from 4 to 40 ohms. 

Does anyone knows the background of this unit.? 


As to the hamfest, a few boatanchors 
NC-183 rough $50 

BC-378 rough with ac/ps $75 

Some broadcast stuff 

Very small and during a bad snow storm. 


73 

Jean Paul Taillebois ve3jpt 

996 Greenlane Court,Oshawa, Ontario, Canada 
L1K-2C6 905 723 1811 

905 723 1811 e.mail jpti1@idirect.com 


VV VV VV VV VV VV VV MV 


Date: Tue, 24 Mar 1998 13:26:44 -0800 

From: "larry" <rau@wco.com> 

To: "boatanchors" <boatanchors@theporch.com> 
Subject: G-66B Schematic Needed 

Message-ID: <199803242131.NAA18275@shell.wco.com> 


I need a Full SizeG66B schematic ana original 17 x22 maybe too much to 
ask... but each 1/4 of that is the standard 81/2 by 11 xerox sheet 


can anybody make me a good quality copy ? I owe it someone. 


I will pay copuy and postage costs of course.. and send some nice trinket 
as a thankyou too 1 


larry 


Date: Tue, 24 Mar 1998 17:24:09 -0500 (EST) 

From: "Walter L. Marshall" <wmarshal@CapAccess.org> 

To: "Don L. Davis" <dxguy@earthlink.net> 

Cc: Old Tube Radios <boatanchors@theporch.com> 

Subject: Re: BA Treasure Trove / Advice Wanted 

Message-ID: <Pine.SUN.3.91-FP.980324172157 .20950E-100000@cap1.capaccess.org> 


"How does one cope with the psychological aspects of actually 
getting rid of BAs? I know many of you have done it; new experience for 
me. u 


Think about using the money to buy a few of those nice Marconi 
crystal sets. 


Lon 


Date: Tue, 24 Mar 1998 17:32:36 -0500 (EST) 

From: "Walter L. Marshall" <wmarshal@CapAccess.org> 

To: Bill Wilson <billo@internettport.net> 

Cc: Old Tube Radios <boatanchors@theporch. com> 

Subject: Re: Best Hammarlund/R-390 audio 

Message-ID: <Pine.SUN.3.91-FP. 980324173130 .20950G-100000@cap1.capaccess.org> 


Modify a radio to get more audio? Reminds me of my CB radios. 
Just a joke. 
Lon 


Date: Tue, 24 Mar 1998 16:40:43 +0000 

From: w5sum@ms1.nwla.com 

To: boatanchors@theporch.com 

Cc: homebrew@qth.net 

Subject: Regen problems... 

Message-ID: <199803242237 .QAA18109@ms1.nwla.com> 


howdy men 


fixed the broken leads in my baldies and the headphone work and the 


reciever sort of does. sort of meaning... it recieves plenty of 
STRONG stations.. but all at once and no matter where I adjust the 
bandspread or the main tuning variables, nothing changes... Ive gone 


over the circuite a dozen times all it wired correctly. The only 
component that was subbed was the 100pf mica in the grid leak circuit 
was subbed with a 150pf cuz thats what I had in the box..... 


this is a 6C8 regenerative, single tube reciever out of the 1942 
handbook. 


any suggestions? 


Ronnie 
W5SUM - Ronnie Hull 
PO Box 8941 


Shreveport, La 71148 


Date: Tue, 24 Mar 1998 16:14:42 -0800 

From: Brian.Harris@sv.sc.philips.com (Brian Harris) 
To: boatanchors@theporch.com 

Subject: 3CX3000A7 

Message-ID: <QQ04EA73.1914@svlima.sv.sc.philips.com> 


I am looking for a socket for an Eimac 3CX3000A7. It's for a little QRP rig. 


Brian Harris WA5UEK 


Date: Tue, 24 Mar 1998 15:57:21 -0800 

From: Jim Hill <jshillw6ivw@earthlink.net> 

To: boatanchors@theporch.com 

Subject: RE: regen rx problems 

Message-ID: <3.0.5.32.19980324155721.008b7720@earthlink.net> 


Answering W5SUM - Ronnie Hull's regen query: 


Start by reducing the antenna coupling to the set. I have not seen 
the schematic, but if there is a series capacitor to the antenna, 
make it smaller; wrap the (insulated) lead in around the antenna 
post, etc. Even use a temporary shorter antenna. Regen's work 
poorly with strong signals. Then tune in one of the weaker 
stations (hopefully, you can then tune the stations and the signal 


level varies between the different stations - and increase the 
regeneration. The signal level and selectivity should both increase. 
You will need to re-tweak the tuning. 


If there is no improvement before increasing regeneration and you 
have a grid dip meter, dip the circuit to find the resonant 
frequency. Is it a reasonable value? If not, change the coil. If 
so, tune a good receiver to the same freq (listen for the grid 
dip meter). 


Are the stations you hear with the regen rx close to those heard 
with the good rx .. i.e. not BCB stations when you hope to hear 40 
meters. If you have BCB stations close to your house, it may be 
necessary to try the receiver elsewhere. 


If the above works, but regeneration doesn't, try reversing 
connections to the tickler coil. 


Hope this helps. 
73's Jim 


Date: Tue, 24 Mar 1998 19:11:07 -0500 (EST) 

From: gcr2@po.CWRU.Edu (George C. Rybicki) 

To: boatanchors@sco.theporch.com 

Subject: GRC-106 manual wanted 

Message-ID: <199803250011.TAA16631@piglet.INS.CWRU.Edu> 


I am looking for a manual for the GRC-106 transciever, a hybrid 
hollow/sand state rig. I know Fair has exhorbitantly priced photocopies. 
Anyone got a real one or a source for one. Already tried Surplus Al. 

Tnx George. 


Date: Tue, 24 Mar 1998 19:11:47 -0500 (EST) 

From: "David L. Thompson" <thompson@mindspring. com> 

To: boatanchors@theporch.com 

Subject: Elmac PMR-8 Freq alignment 

Message-ID: <1.5.4.16.19980324071333 .372fec4a@pop.mindspring.com> 


I have a very clean PMR-8 with homebrew PS and speaker that is very hot and 
even tunes in SSB well. 


The only problem (I have a manual on order) is the frequency readout. The 
PMR-8 drops 160 and adds 6 meters compared to the PMR-7. The freq readout 


seems to be right on on 80/75 and fairly close on 40. 20, 15, and 10 are 
off by over 100kcs (khz for our nuevo). Any hints and ideas on getting this 
unit back in line?? 


Dave K4JRB 
thompsond#mindspring.com 


Date: Tue, 24 Mar 1998 18:58:34 -0600 

From: gds@digitalexp.com (Reynolds, Jim) 

To: "Boat Anchors" <BOATANCHORS@theporch. com> 
Subject: Ailed A22515 rx 

Message-ID: <19980325010816334.AAA145@gds> 


what do you guys think one of these is worth in good condition? 
A friend is bidding on it and has ask me. 

I am unaware of this rx. 

thanks 

Jim 


Date: Tue, 24 Mar 1998 20:42:21 -0500 

From: Bob Login <jlogin@gville.mindspring.com> 

To: Old Tube Radios <boatanchors@theporch.com> 

Subject: WTB--ITT Mackay Marine 3010C 

Message-ID: <199803250142 .UAA29860@camel8.mindspring. com> 


Fellow BAer's 

Very interested in this rx. Anyone hve one for sale? 
Condition/price? I got very few responces to this so my 

question is are there people buying and selling used rigs for the 
maritime industry? Where do all the old shipboard 

rigs end up? Tnx & 73's Bob, AA8A 


Date: Tue, 24 Mar 1998 17:49:50 -0800 

From: "larry" <rau@wco.com> 

To: "Dexter Francis" <cwest@xmission.com> 

Cc: "boatanchors" <boatanchors@theporch.com> 
Subject: Re: Kudos to the crewe 

Message-ID: <199803250154.RAA29406@shell.wco.com> 


you mean there are other areas ? 


is this confirmed ? 


larry 


Date: Tue, 24 Mar 1998 17:53:58 -0800 

From: "larry" <rau@wco.com> 

To: "Dexter Francis" <cwest@xmission.com> 

Cc: "boatanchors" <boatanchors@theporch.com> 
Subject: ticking metal tubes 

Message-ID: <199803250158.RAAO0846@shell.wco.com> 


the old mid and late 30's zentihs were that way too.( wouldn't work with 
metal tubes) .... the tube socket wasnt wired to ground the tube shell..and 
in the zentih they made the socket itself with out that pin so you had to 
buy glass ( zentih) tubes ! 


anyone who can put one over on RCA deserved a hand in those days 
hip hip... 
larry 


Date: Tue, 24 Mar 1998 16:43:28 -0800 

From: dma@islandnet.com 

To: Old Tube Radios <boatanchors@theporch.com> 

Subject: FS/FT: Mil Connectors 

Message-ID: <Version.32.19980324160136.00fe97cO@mail.islandnet.com> 


I have the following for sale or trade: 


1. U-41/U 16 pin plug. It mounts on a chassis/panel with a knurled ring 
and has (male) contacts like the old command sets had. No idea what radio 
it's for, but it is air force issue. NOS. Have 2. 


2. Mil type socket, marked Bendix AN3101A-24-20SW. Identical to current 
Amphenol series 3101A, connector pattern 24-20S. No idea what the W means. 
This socket has a threaded extension on the back, but no cable clamp. Olive 
drab metal. NOS. Have 2. List in Allied for $47.99 (really!). 


3. Amphenol 97-60-18 Dust caps, for receptacles, with beaded chain. Olive 
drab metal. NOS. Have 3. List in Allied for $3.63. 


4. Amphenol 165-82-1000. Looks like the current Amphenol MS series, but 


this one has 8 pins in a circle with a blank spot (like an octal socket) 
and a shielded coax connector in the centre. Air force issue - no idea what 
radio. NOS. Have 1. 


5. Cannon 4 pin socket for cable mounting. Metal and marked X-4-11. Can't 
find a listing. NOS. Have 4. 


That's all for now. 
For $: I hate to say it, but make me an offer. 


For trade: I'm looking for the connectors for an SCR-522, the 4kHz filter 
for an R-390A, knobs for an HQ-129X (esp. the main tuning knobs), nice 
plastic radios or ???? 


Jan Skirrow, VE7DIX 


Duncan, BC, Canada 


http://www. islandnet.com/~dma/Boatanchors/ 


Date: Tue, 24 Mar 1998 21:11:33 EST 
From: Ho4bart <Ho4bart@aol.com> 

To: boatanchors@theporch.com 

Subject: Re: OLD-TIME S-T-S, Broadcast 
Message-ID: <110c72a9.351867d8@aol.com> 


In a message dated 98-03-24 06:58:47 EST, 
arc5@ix.netcom.com writes: 


> Does anyone here have a typical day's logging of operations 
> for both ship-to-shore and commercial broadcast stations 
> during any period from 1920 to 1950? 


---not sure the ship/shore operations ever kept much of a radio log, 

maybe earlier, prewar? i did the operator end for some months in 

the 1970s and there was no logging of shiptoshore radio except for 

a billing ticket, which was a card the size of the old IBM 

80-character computer programming cards, if you remember those. 

btw, when KOW2 ( 2522 ) ( seattle ) was finally sold ( 1976 ) a couple 
high school kids bot it and "converted" it to "KLK 880". they modified it 


for controlled-carrier and took the signal strength measurements 
with no modulation -- very cute. 
hue 


Date: Tue, 24 Mar 1998 21:31:49 EST 
From: Ho4bart <Ho4bart@aol.com> 

To: boatanchors@theporch.com 

Subject: Re: article on WW2 Japan radar 
Message-ID: <44e549b4.35186c97@aol. com> 


In a message dated 98-03-24 16:52:10 EST, william@ans.net writes: 


> In 1942 and 43, 
> U.S. radars were junk, but at least employed servo controlled single 
> antennae with duplexors (at least in the U.S.Navy). 


---gee, that's a bit harsh, isn't it? 

the USN aircraft radar ASB as junk? but perhaps you did not intend to 
include aircraft radar here, as the ASB used 2 yagis, one under each 
wing. 

the the Army's SCR-268 "laundry machine" may have looked ungainly 

and weighed a whole lot, but it did a very good job of aiming the 90mm 
antiaircraft battery. 

hue 


Date: Tue, 24 Mar 1998 18:39:18 -0800 

From: "Arden Allen" <gumbear@pacbell.net> 

To: "Old Tube Radios" <boatanchors@theporch. com> 
Subject: Re: Need help with some European tube types... 
Message-ID: <199803250237 .SAAQ3278@mail-gw3.pacbell.net> 


Ok, BA QC Dept., which one is the boo-boo? 


> EL95 = 6DL5 
> ECC83 = 6DS8 
> EBF89 = 6DC8 
> ECH81 = 6AJ8 
> ECC85 = 6AQ8 
> EM84 = 6FG6 


A 6DS8 is an ECH83; an ECC83 is hi-fidom's 12AX7. You're voted down by 
Mullard, Telefunken and Sams. No gummy bears for you Jan! 


Arden Allen KB6NAX Vallejo, CA gumbear@pacbell.net 


Date: Tue, 24 Mar 1998 22:19:30 -0500 (EST) 

From: William Donzelli <william@ans.net> 

To: Old Tube Radios <boatanchors@theporch.com> 

Subject: Re: article on WW2 Japan radar 

Message-ID: <Pine.GS0.3.96.980324220230.28595A-100000@titan.purch.ans.net> 


---gee, that's a bit harsh, isn't it? 

the USN aircraft radar ASB as junk? but perhaps you did not intend to 
include aircraft radar here, as the ASB used 2 yagis, one under each 
wing. 


VVNV NV 


Well, it is true that my examples were mostly with the shipboard sets. 


OK, the ASBs were not all that bad - a crude design, but apparently a good 
one. 


Some of the other Navy aircraft sets (ASA, ASC, for example), were not 
very good and were either discontinued early, or given fairly substantial 
redesigns before turning into AN/ series boxes. 


> the the Army's SCR-268 "laundry machine" may have looked ungainly 
> and weighed a whole lot, but it did a very good job of aiming the 90mm 
> antiaircraft battery. 


Not that good of a job! Compared to the SCR-584 and Mk 12s, they were not 
very good. The resolution was plain horrible. 


Of course, for some reason they (or SCR-270/271s, I do not remember 
which) were VERY good at painting Mig-15s, so back in service some went by 
1950. 


Anyway, looking at the RMBs (RADAR Maintenance Bulletins), it seems that 
most of the early sets were full of bugs. Underrated components, extremely 
short tube lives, shortsighted planning, etc. are listed everywhere. That 
could be expected - RADAR was rushed into service by a bunch of engineers 
that were inexperienced with the new technology. It seems it was not until 
the later WWII radars (of 1944 or so) did the Navy start making some gems 
(Mk 13, later SK, SCR-584). 


William Donzelli 
william@ans.net 


Date: Tue, 24 Mar 1998 19:34:02 -0800 

From: Matt Parkinson <mattradi@earthlink.net> 
To: boatanchors@theporch.com 

Subject: WTB 

Message-ID: <35187B2A.836F8291@earthlink.net> 


Want HRO 500 R390A R390 RADIOS I INOW SOMEONE HAS THESE FOR SALE . 
MUST BE ALL TOGETHER AND WORKING ,AND IN GOOD SHAPE . AND DON'T TELL ME 
I AM IN DREAM WORLD . THANKS MATT KE60US 73s 


Date: Tue, 24 Mar 1998 21:10:24 

From: Scott Townley <nx7u@primenet.com> 

To: boatanchors@theporch.com 

Subject: PL-172 based amps 

Message-ID: <3.0.1.16.19980324211024 .3e57a608@mailhost.primenet.com> 


What amps, other than the HT-33A (if memory serves?), used the PL-172 
pentode as their power tube? 


I have an interesting homebrew RF amp deck using a PL-172, and it's build 
like the battleship Missouri. I'm wondering if it's based on a particular 
design or if the gentleman involved just made it up. If the latter quite 
impressive... 


Scott Townley 
Gilbert, AZ 
nx7u@primenet.com 


End of BOATANCHORS Digest 1984 
KAKKKKKKKKKKK AKAIKE KIRK 


